Approved For Release 2000/08/23 : CIA-RDP62S00231A0001 00080020-4 


r 


Infort jail on Vtaff, f&R 
Attn i „ cv , 

THRU I Chi«f, industrial vision, CRR 25X1A9a 

Acting Chief, i*r cduoor-t ’ } quipmant Branch, Offip. 


8 An in. st 1951! 


Requirements for 


25X1X6 


nrrihlil. thfat th * Soria t Union is having mxp >ly 

protolaas in largo refrigeration equipment* 

this f 10 <i,3lred * 3 to the s P®ciflc iAroblems i, 

, lls _ t 4 Cauae of ahorfcape of largo refrigeration equinwer t, 

particularly of i toreros ao* ». 1 * 

b. Indhirtr i*»* af’ecUd >y shortage of such aquipnenU 

equipment?* I * P<U;t ° f or » industries requiring such 

K „ -^1 ? f OTm,Qo * in R supply problem, other than 

by making available large isfrigsmtion equipment. 

refrigeration^*^ ^ ^ pro< ucors compressors for 
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